From arc5 at ix.netcom.com  Thu Jan  2 13:01:47 2020
From: arc5 at ix.netcom.com (David Stinson)
Date: Thu, 2 Jan 2020 12:01:47 -0600
Subject: [BoatAnchors] WTD: Western Electric Radio Compass
Message-ID: <d67b64e2-6358-bfde-8a7a-8d02e2a87ad2@ix.netcom.com>

Good Morning, and welcome to a new decade!

I'm seeking a Radio Compass attachment for a Western Electric maritime rig.
This one:
https://photos.app.goo.gl/pyFU8AutwucYYVpa9

Trade or greenbacks.

TNX OM ES 73 DE Dave AB5S


From arc5 at ix.netcom.com  Wed Jan  8 14:15:39 2020
From: arc5 at ix.netcom.com (David Stinson)
Date: Wed, 8 Jan 2020 13:15:39 -0600
Subject: [BoatAnchors] Series or Parallel Resonant Crystal Oscillator?
Message-ID: <f8f680b9-de8b-7241-2620-1eb58bcf29a2@ix.netcom.com>

How can you tell if this oscillator is designed
for series- or parallel- resonant crystals?


From k1lky68 at gmail.com  Wed Jan  8 15:01:34 2020
From: k1lky68 at gmail.com (Roy Morgan)
Date: Wed, 8 Jan 2020 15:01:34 -0500
Subject: [BoatAnchors] OLD Radio Batteries
In-Reply-To: <679e70bd-425d-c04f-f63d-ee464b0a020b@ix.netcom.com>
References: <5dffcfa9.1c69fb81.b79a1.b6afSMTPIN_ADDED_BROKEN@mx.google.com>
 <CAB55hNeLOb6fUV4V=WrPuFbFo9hJa_MtMnPfzNZ9bqyDPnscTQ@mail.gmail.com>
 <01f301d5b909$27ea7a20$77bf6e60$@proc@sympatico.ca>
 <679e70bd-425d-c04f-f63d-ee464b0a020b@ix.netcom.com>
Message-ID: <413B2F46-87B8-414E-9E79-A1A64C8E239F@gmail.com>


> On Dec 22, 2019, at 4:13 PM, Richard Knoppow via BoatAnchors <boatanchors at lists.theporch.com> wrote:
> 
> See:
> https://en.wikipedia.org/wiki/Nickel%E2%80%93iron_battery
> 
>  Edison cells have some advantages over lead-acid batteries. They can not deliver the very high peak currents but will withstand being fully discharged and other abuses that will ruin the lead-acid type.

I remember seeing the basement of the telephone company building in my small town, likely in the 1950?s.  There were a number of open topped batteries, possibly glass, that were meant to power the telephone system (presumably if commercial power was lost).  I used to think these were the Nickel-Iron Edison cells discussed in the link above, but may well have been mistaken.

I may also be mistaken about the cells/batteries being open topped.  All the photos I find on the Internet show huge round or square cells with closed tops. Some say ?DANGER ACID?.  For instance, see:
https://theintercept.com/2016/11/19/nsa-33-thomas-street-att-new-york-photos-inside/


Does anyone have information about batteries in telephone switching centers years ago?

Roy


Roy Morgan
K1LKY since 1958
k1lky68 at gmail.com





From k4wgd47 at gmail.com  Wed Jan  8 16:40:53 2020
From: k4wgd47 at gmail.com (wg davis)
Date: Wed, 8 Jan 2020 16:40:53 -0500
Subject: [BoatAnchors] Meter Cover
Message-ID: <CAL+F86KYfKJNcbuPgSY8POFLfeno=Zd_d1QF9s08w25GBpxcNw@mail.gmail.com>

       Happy New Year  Everyone..
       Does anyone have or know where I can get the plastic Meter Cover for
an Yaesu Fl-2100 (B,F,Z)?? I found an "Z" model overseas and the Meter
Cover got broken in shipment, very poor packing..
        Also the Manual that came with it is in Japanese or something, I
would like to get one in English, that I might be able to read.. ?


-- 
73,  K4WGD

From john.shriver at gmail.com  Thu Jan  9 07:19:00 2020
From: john.shriver at gmail.com (John Shriver)
Date: Thu, 9 Jan 2020 07:19:00 -0500
Subject: [BoatAnchors] OLD Radio Batteries
In-Reply-To: <413B2F46-87B8-414E-9E79-A1A64C8E239F@gmail.com>
References: <5dffcfa9.1c69fb81.b79a1.b6afSMTPIN_ADDED_BROKEN@mx.google.com>
 <CAB55hNeLOb6fUV4V=WrPuFbFo9hJa_MtMnPfzNZ9bqyDPnscTQ@mail.gmail.com>
 <01f301d5b909$27ea7a20$77bf6e60$@proc@sympatico.ca>
 <679e70bd-425d-c04f-f63d-ee464b0a020b@ix.netcom.com>
 <413B2F46-87B8-414E-9E79-A1A64C8E239F@gmail.com>
Message-ID: <E15EA801-8A74-49FC-862E-7F4383A2C7CD@gmail.com>

Lead-acid: https://www.telephonecollectors.info/index.php/browse/bsps-bell-system/bsp-categories-by-later-division-number-by-doc/020-199-apparatus-tools-gauges-test-eq-power/155-178-divisions-power/157-division-batteries/1007-157-601-101 <https://www.telephonecollectors.info/index.php/browse/bsps-bell-system/bsp-categories-by-later-division-number-by-doc/020-199-apparatus-tools-gauges-test-eq-power/155-178-divisions-power/157-division-batteries/1007-157-601-101>

Telephone exchanges run off of -48V.  The power supply float charges a string of lead acid cells.  It runs on the batteries only for the duration of time between the loss of commercial power and the automatic start of the diesel-powered generator at every telephone exchange.  The ones I?ve seen were single cells the size of a car battery, and there would be 24 of them in series.

Since they were never really ?cycling? the charge on the batteries, the charge/recharge capabilities of the Edison cells were of no advantage. 

> On Jan 8, 2020, at 3:01 PM, Roy Morgan via BoatAnchors <boatanchors at lists.theporch.com> wrote:
> 
> 
>> On Dec 22, 2019, at 4:13 PM, Richard Knoppow via BoatAnchors <boatanchors at lists.theporch.com> wrote:
>> 
>> See:
>> https://en.wikipedia.org/wiki/Nickel%E2%80%93iron_battery
>> 
>> Edison cells have some advantages over lead-acid batteries. They can not deliver the very high peak currents but will withstand being fully discharged and other abuses that will ruin the lead-acid type.
> 
> I remember seeing the basement of the telephone company building in my small town, likely in the 1950?s.  There were a number of open topped batteries, possibly glass, that were meant to power the telephone system (presumably if commercial power was lost).  I used to think these were the Nickel-Iron Edison cells discussed in the link above, but may well have been mistaken.
> 
> I may also be mistaken about the cells/batteries being open topped.  All the photos I find on the Internet show huge round or square cells with closed tops. Some say ?DANGER ACID?.  For instance, see:
> https://theintercept.com/2016/11/19/nsa-33-thomas-street-att-new-york-photos-inside/
> 
> 
> Does anyone have information about batteries in telephone switching centers years ago?
> 
> Roy
> 
> 
> Roy Morgan
> K1LKY since 1958
> k1lky68 at gmail.com
> 
> 
> 
> 
> _______________________________________________
> BoatAnchors mailing list
> BoatAnchors at lists.theporch.com
> https://lists.theporch.com/mailman/listinfo/boatanchors


From wlfuqu00 at uky.edu  Fri Jan 10 06:11:42 2020
From: wlfuqu00 at uky.edu (Fuqua, William)
Date: Fri, 10 Jan 2020 11:11:42 +0000
Subject: [BoatAnchors] Series or Parallel Resonant Crystal Oscillator?
In-Reply-To: <f8f680b9-de8b-7241-2620-1eb58bcf29a2@ix.netcom.com>
References: <f8f680b9-de8b-7241-2620-1eb58bcf29a2@ix.netcom.com>
Message-ID: <DM5PR03MB2908DECD6465B27B0164FE3ACB390@DM5PR03MB2908.namprd03.prod.outlook.com>

   One obvious sign that an oscillator is using parallel resonance is when there is a variable capacitor to
change (pull) the oscillators frequency.  The series resonant frequency of a crystal can't be altered by loading.
    Often VHF overtone oscillators operate in series resonant mode to reduce frequency shift due to the
drifting reactive load presented by the transistor our tube due to voltage or temperature changes .

   That is all for now. The other details are a bit more confusing. There are some real good articles on crystal
oscillator design by the crystal manufacturers.


________________________________
From: BoatAnchors <boatanchors-bounces at lists.theporch.com> on behalf of David Stinson via BoatAnchors <boatanchors at lists.theporch.com>
Sent: Wednesday, January 8, 2020 2:15 PM
To: Boatanchors at mailman <boatanchors at mailman.qth.net>; milsurplus at mailman <milsurplus at mailman.qth.net>
Cc: David Stinson <arc5 at ix.netcom.com>
Subject: [BoatAnchors] Series or Parallel Resonant Crystal Oscillator?

How can you tell if this oscillator is designed
for series- or parallel- resonant crystals?

_______________________________________________
BoatAnchors mailing list
BoatAnchors at lists.theporch.com
https://nam04.safelinks.protection.outlook.com/?url=https%3A%2F%2Flists.theporch.com%2Fmailman%2Flistinfo%2Fboatanchors&amp;data=02%7C01%7Cwlfuqu00%40uky.edu%7C6e4eef56cfc94e6fc83c08d7946f2a60%7C2b30530b69b64457b818481cb53d42ae%7C0%7C0%7C637141077489352760&amp;sdata=ZKaVmJizYuD2xNboiRV%2BqWhVWGJ%2FH%2Ft4slAHHe6WKmg%3D&amp;reserved=0

From arc5 at ix.netcom.com  Fri Jan 10 07:43:09 2020
From: arc5 at ix.netcom.com (David Stinson)
Date: Fri, 10 Jan 2020 06:43:09 -0600
Subject: [BoatAnchors] Series or Parallel Resonant Crystal Oscillator?
In-Reply-To: <f8f680b9-de8b-7241-2620-1eb58bcf29a2@ix.netcom.com>
References: <f8f680b9-de8b-7241-2620-1eb58bcf29a2@ix.netcom.com>
Message-ID: <df29a846-a4b3-6b94-f8e2-ea9dbacd63d7@ix.netcom.com>

Thank you to everyone for your insights into this question.
I think I'm going to try Quartzlabs for a few crystals.
The Canadian Marconi manual does not give any specifications for
the crystals (at least, not my abbreviated copy).
TNX OM DE Dave AB5S

On 1/8/2020 1:15 PM, David Stinson wrote:
>
> How can you tell if this oscillator is designed
> for series- or parallel- resonant crystals?
>

From gumbear at pacbell.net  Fri Jan 10 12:22:54 2020
From: gumbear at pacbell.net (Arden Allen)
Date: Fri, 10 Jan 2020 09:22:54 -0800
Subject: [BoatAnchors] Series or Parallel Resonant Crystal Oscillator?
In-Reply-To: <df29a846-a4b3-6b94-f8e2-ea9dbacd63d7@ix.netcom.com>
References: <f8f680b9-de8b-7241-2620-1eb58bcf29a2@ix.netcom.com>
 <df29a846-a4b3-6b94-f8e2-ea9dbacd63d7@ix.netcom.com>
Message-ID: <0EC5119CD030476783551579CB24088A@Lenovo>

I think you meant Quartslabs.com.

> ......Thank you to everyone for your insights into this question.
I think I'm going to try Quartzlabs for a few crystals. .......

Arden Allen
KB6NAX


From jerry.proc at sympatico.ca  Tue Jan 14 11:25:34 2020
From: jerry.proc at sympatico.ca (Jerry Proc)
Date: Tue, 14 Jan 2020 11:25:34 -0500
Subject: [BoatAnchors] Station WOO To Be Demolished
Message-ID: <007a01d5caf7$3f72f910$be58eb30$@proc@sympatico.ca>

https://www.workboat.com/news/coastal-inland-waterways/historic-att-high-sea
s-radio-station-demolished/

 

 

Regards,

Jerry Proc

jerry.proc at sympatico.ca

Web: www.jproc.ca

 


From 1oldlens1 at ix.netcom.com  Tue Jan 14 23:13:23 2020
From: 1oldlens1 at ix.netcom.com (Richard Knoppow)
Date: Tue, 14 Jan 2020 20:13:23 -0800
Subject: [BoatAnchors] Station WOO To Be Demolished
In-Reply-To: <007a01d5caf7$3f72f910$be58eb30$@proc@sympatico.ca>
References: <007a01d5caf7$3f72f910$be58eb30$@proc@sympatico.ca>
Message-ID: <40755885-a423-d4a8-7484-9537f5947037@ix.netcom.com>

<https://www.workboat.com/news/coastal-inland-waterways/historic-att-high-seas-radio-station-demolished/>
 ?? Try this
On 1/14/2020 8:25 AM, Jerry Proc wrote:
> https://www.workboat.com/news/coastal-inland-waterways/historic-att-high-sea
> s-radio-station-demolished/
>
>   
>
>   
>
> Regards,
>
> Jerry Proc
>
> jerry.proc at sympatico.ca
>
> Web: www.jproc.ca
>
>   
>
> _______________________________________________
> BoatAnchors mailing list
> BoatAnchors at lists.theporch.com
> https://lists.theporch.com/mailman/listinfo/boatanchors

-- 
Richard Knoppow
1oldlens1 at ix.netcom.com
WB6KBL


From gumbear at pacbell.net  Wed Jan 15 01:06:43 2020
From: gumbear at pacbell.net (Arden Allen)
Date: Tue, 14 Jan 2020 22:06:43 -0800
Subject: [BoatAnchors] Station WOO To Be Demolished
In-Reply-To: <40755885-a423-d4a8-7484-9537f5947037@ix.netcom.com>
References: <007a01d5caf7$3f72f910$be58eb30$@proc@sympatico.ca>
 <40755885-a423-d4a8-7484-9537f5947037@ix.netcom.com>
Message-ID: <4E7571E424CD4376BE72C88059699B47@Polywell>

<https://www.workboat.com/news/coastal-inland-waterways/historic-att-high-seas-radio-station-demolished/>

Not too soon, I'm afraid.  With global warming and population growth making 
life increasingly difficult for some species of birds the land being 
returned to Nature is a good thing.  Let's hope Trump doesn't screw that up.

Arden Allen, KB6NAX 


From oldradio at comcast.net  Wed Jan 15 04:41:53 2020
From: oldradio at comcast.net (John Dilks)
Date: Wed, 15 Jan 2020 04:41:53 -0500 (EST)
Subject: [BoatAnchors] Station WOO To Be Demolished
In-Reply-To: <4E7571E424CD4376BE72C88059699B47@Polywell>
References: <007a01d5caf7$3f72f910$be58eb30$@proc@sympatico.ca>
 <40755885-a423-d4a8-7484-9537f5947037@ix.netcom.com>
 <4E7571E424CD4376BE72C88059699B47@Polywell>
Message-ID: <817514804.324802.1579081314564@connect.xfinity.com>

Old News - Article = "By Kirk Moore on JANUARY 12, 2017"

73, John Dilks, K2TQN

> On January 15, 2020 at 1:06 AM Arden Allen via BoatAnchors <boatanchors at lists.theporch.com> wrote:
> 
> 
> <https://www.workboat.com/news/coastal-inland-waterways/historic-att-high-seas-radio-station-demolished/>
> 
> Not too soon, I'm afraid.  With global warming and population growth making 
> life increasingly difficult for some species of birds the land being 
> returned to Nature is a good thing.  Let's hope Trump doesn't screw that up.
> 
> Arden Allen, KB6NAX

From arc5 at ix.netcom.com  Wed Jan 15 07:51:35 2020
From: arc5 at ix.netcom.com (David Stinson)
Date: Wed, 15 Jan 2020 06:51:35 -0600
Subject: [BoatAnchors] Mystery Transmitter
Message-ID: <bfa0e6cb-35a1-aa14-ed39-db6090e83327@ix.netcom.com>

Does anyone recognize this transmitter?
Thanks.

https://photos.app.goo.gl/fUhMd9qtiCjAqG9g6
https://photos.app.goo.gl/cz1xjTMnRQ3Pnrt26


From k4kav at aol.com  Wed Jan 15 12:37:54 2020
From: k4kav at aol.com (k4kav at aol.com)
Date: Wed, 15 Jan 2020 12:37:54 -0500
Subject: [BoatAnchors] Station WOO To Be Demolished
References: <ts9q93gq5ssm16nc158t0om9.1579109509314.ref@email.lge.com>
Message-ID: <ts9q93gq5ssm16nc158t0om9.1579109509314@email.lge.com>

Yes. If liberal politicians get their electrical energy agenda fulfilled by proliferation of thousands more of windmill-electric-generators, the bird populations will have to diminish. It's simple logic, regardless of the number of vintage radio stations demolished and the land returned to nature.??
Sent from my Verizon LG Smartphone
------ Original message------From: John Dilks via BoatAnchors Date: Wed, Jan 15, 2020 04:42To: Ham radios with tubes;Cc: John Dilks;Subject:Re: [BoatAnchors] Station WOO To Be Demolished
Old News - Article = "By Kirk Moore on JANUARY 12, 2017"

73, John Dilks, K2TQN

> On January 15, 2020 at 1:06 AM Arden Allen via BoatAnchors  wrote:
> 
> 
> 
> 
> Not too soon, I'm afraid.  With global warming and population growth making 
> life increasingly difficult for some species of birds the land being 
> returned to Nature is a good thing.  Let's hope Trump doesn't screw that up.
> 
> Arden Allen, KB6NAX
_______________________________________________
BoatAnchors mailing list
BoatAnchors at lists.theporch.com
https://lists.theporch.com/mailman/listinfo/boatanchors

From arc5 at ix.netcom.com  Wed Jan 15 18:58:21 2020
From: arc5 at ix.netcom.com (David Stinson)
Date: Wed, 15 Jan 2020 17:58:21 -0600
Subject: [BoatAnchors] Mystery Transmitter
In-Reply-To: <bfa0e6cb-35a1-aa14-ed39-db6090e83327@ix.netcom.com>
References: <bfa0e6cb-35a1-aa14-ed39-db6090e83327@ix.netcom.com>
Message-ID: <6af04892-7219-c4a6-0fed-38d7448ceb3f@ix.netcom.com>

Thank you, everyone, for your input on this transmitter.
It's not mine, nor do I know where it is.? A friend sent the
photos and asked if anyone could ID it.? No luck so far.
Thanks again,
Dave S.

From johnmb at nc.rr.com  Wed Jan 15 19:10:56 2020
From: johnmb at nc.rr.com (John)
Date: Wed, 15 Jan 2020 19:10:56 -0500
Subject: [BoatAnchors] Station WOO To Be Demolished
In-Reply-To: <ts9q93gq5ssm16nc158t0om9.1579109509314@email.lge.com>
References: <ts9q93gq5ssm16nc158t0om9.1579109509314.ref@email.lge.com>
 <ts9q93gq5ssm16nc158t0om9.1579109509314@email.lge.com>
Message-ID: <c6ef4f48-356f-e72d-6ef3-8fd835423857@nc.rr.com>

The birds will need to move to the  newly more temperate polar areas, 
and all will be back in balance... unless Pelosi screws that up.

John
K 5 M O


>>
>> Not too soon, I'm afraid.  With global warming and population growth making
>> life increasingly difficult for some species of birds the land being
>> returned to Nature is a good thing.  Let's hope Trump doesn't screw that up.
>>
>> Arden Allen, KB6NAX

From 1oldlens1 at ix.netcom.com  Wed Jan 15 20:08:57 2020
From: 1oldlens1 at ix.netcom.com (Richard Knoppow)
Date: Wed, 15 Jan 2020 17:08:57 -0800
Subject: [BoatAnchors] Station WOO To Be Demolished
In-Reply-To: <817514804.324802.1579081314564@connect.xfinity.com>
References: <007a01d5caf7$3f72f910$be58eb30$@proc@sympatico.ca>
 <40755885-a423-d4a8-7484-9537f5947037@ix.netcom.com>
 <4E7571E424CD4376BE72C88059699B47@Polywell>
 <817514804.324802.1579081314564@connect.xfinity.com>
Message-ID: <370aa4b8-fe0c-5388-7cda-dd3f52a4040a@ix.netcom.com>

 ?? There is a? photo on the site of the RCA station KMI. I used 
to hear KMI and the RCA east coast station setting up phone 
calls. RCA was interesting because they used a simple inversion 
system for privacy. By tuning the carrier on the wrong side the 
conversations could be heard in the clear. A receiver with a 
reasonably sharp IF would do it. AT&T used what they called a 
shuffler. This split the audio band into several pieces and sent 
them in shuffled order and some inverted. You could tell it was 
speech but none was intelligible. I particularly heard KMI 
setting up calls to Hawaii and eastern RCA with Rio. I am not 
sure where the RCA station was, probably Rocky Point and 
Riverhead but they might have had other locations.

On 1/15/2020 1:41 AM, John Dilks via BoatAnchors wrote:
> Old News - Article = "By Kirk Moore on JANUARY 12, 2017"
>
> 73, John Dilks, K2TQN
>

-- 
Richard Knoppow
1oldlens1 at ix.netcom.com
WB6KBL


From gumbear at pacbell.net  Wed Jan 15 20:47:39 2020
From: gumbear at pacbell.net (Arden Allen)
Date: Wed, 15 Jan 2020 17:47:39 -0800
Subject: [BoatAnchors] Station WOO To Be Demolished
In-Reply-To: <c6ef4f48-356f-e72d-6ef3-8fd835423857@nc.rr.com>
References: <ts9q93gq5ssm16nc158t0om9.1579109509314.ref@email.lge.com>
 <ts9q93gq5ssm16nc158t0om9.1579109509314@email.lge.com>
 <c6ef4f48-356f-e72d-6ef3-8fd835423857@nc.rr.com>
Message-ID: <10C9C92F94A34499813BBDAD528124E5@Lenovo>

I didn't know Pelosi was in charge of the EPA.

Arden

-----Original Message----- 
From: John
Sent: Wednesday, January 15, 2020 4:10 PM
To: k4kav--- via BoatAnchors
Subject: Re: [BoatAnchors] Station WOO To Be Demolished

The birds will need to move to the  newly more temperate polar areas,
and all will be back in balance... unless Pelosi screws that up.

John
K 5 M O


>>
>> Not too soon, I'm afraid.  With global warming and population growth 
>> making
>> life increasingly difficult for some species of birds the land being
>> returned to Nature is a good thing.  Let's hope Trump doesn't screw that 
>> up.
>>
>> Arden Allen, KB6NAX
_______________________________________________
BoatAnchors mailing list
BoatAnchors at lists.theporch.com
https://lists.theporch.com/mailman/listinfo/boatanchors 


From k4wgd47 at gmail.com  Thu Jan 16 16:29:25 2020
From: k4wgd47 at gmail.com (wg davis)
Date: Thu, 16 Jan 2020 16:29:25 -0500
Subject: [BoatAnchors] Plastic Cover for Meter
Message-ID: <CAL+F86KmvbnD3YUwbezE4Lp+KKtva+CFNJP2LLFVSA0_PrCQBQ@mail.gmail.com>

     Hi Guys,
     I am still looking for  the plastic Meter Cover for an Yaesu Fl-2100
(B,F,Z)?? I found an "Z" model overseas and the Meter Cover got broken in
shipment, very poor packing..

-- 
73,  K4WGD

From jerry.proc at sympatico.ca  Sun Jan 19 15:00:01 2020
From: jerry.proc at sympatico.ca (Jerry Proc)
Date: Sun, 19 Jan 2020 15:00:01 -0500
Subject: [BoatAnchors] The Last Radio Station
Message-ID: <00bb01d5cf03$093b7240$1bb256c0$@proc@sympatico.ca>

Hello Everyone,

This is a new video about KPH, Point Reyes, California Radio.

https://techcrunch.com/2020/01/18/the-last-radio-station/ 

 

 

 

Regards,

Jerry Proc

jerry.proc at sympatico.ca

Web: www.jproc.ca

 


From W6JZR at Prodigy.net  Sun Jan 19 18:34:25 2020
From: W6JZR at Prodigy.net (Robert Herendeen)
Date: Sun, 19 Jan 2020 15:34:25 -0800
Subject: [BoatAnchors] The Last Radio Station
In-Reply-To: <00bb01d5cf03$093b7240$1bb256c0$@proc@sympatico.ca>
References: <00bb01d5cf03$093b7240$1bb256c0$@proc@sympatico.ca>
Message-ID: <000001d5cf20$ff749070$fe5db150$@Prodigy.net>

Thanks. I had heard about this video but never seen it.
I am a member of MHRS and support their efforts.

W6JZR/Bob Herendeen

-----Original Message-----
From: BoatAnchors [mailto:boatanchors-bounces at lists.theporch.com] On Behalf
Of Jerry Proc
Sent: Sunday, January 19, 2020 12:00 PM
To: Skywide <skywide at groups.io>; boatanchors at lists.theporch.com
Subject: [BoatAnchors] The Last Radio Station

Hello Everyone,

This is a new video about KPH, Point Reyes, California Radio.

https://techcrunch.com/2020/01/18/the-last-radio-station/ 

 

 

 

Regards,

Jerry Proc

jerry.proc at sympatico.ca

Web: www.jproc.ca

 

_______________________________________________
BoatAnchors mailing list
BoatAnchors at lists.theporch.com
https://lists.theporch.com/mailman/listinfo/boatanchors


From k7sz at live.com  Sun Jan 19 20:15:01 2020
From: k7sz at live.com (Rich Arland)
Date: Mon, 20 Jan 2020 01:15:01 +0000
Subject: [BoatAnchors] The Last Radio Station
In-Reply-To: <000001d5cf20$ff749070$fe5db150$@Prodigy.net>
References: <00bb01d5cf03$093b7240$1bb256c0$@proc@sympatico.ca>,
 <000001d5cf20$ff749070$fe5db150$@Prodigy.net>
Message-ID: <BN6PR1301MB1873C879047D8A03C71179C1F6320@BN6PR1301MB1873.namprd13.prod.outlook.com>

WOW! Great vid. Many thanks for posting.

Vy 73

Rich  K7SZ

________________________________

From vilgotch1 at gmail.com  Sun Jan 19 20:29:54 2020
From: vilgotch1 at gmail.com (vilgotch1 at gmail.com)
Date: Mon, 20 Jan 2020 12:29:54 +1100
Subject: [BoatAnchors] Tektronix fan motor
Message-ID: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>

Hi all,

 

This post is not strictly about a radio but certainly a about a boatanchor,
if not a battleship anchor. I am helping a young fellow down here in
Australia who has taken on the ambitious task of resurrecting a Tektronix
model 555 double beam "scoposaurus". This is a massive oscilloscope that has
a separate power supply, both units of which are full of tubes and have
cooling fans. It has been "fixed" by a dreaded previous owner. However it's
showing signs of being completely restorable.

 

It's almost working but it turned out that both fan motors are faulty. I
have donated the one spare that I had but he still needs another one. When
connected in 234 volt mode the two motors are effectively in series. The
motors are a standard shaded pole squirrel cage type used on pretty much all
of the 530-540-550 series Tek vacuum tube models so the replacement doesn't
have to be out of a 555.

 

Would anyone here by any chance have a parts donor that they could send us?
All costs covered of course. 

 

Cheers,

 

Morris Odell VK3DOC

 


From lmcdavid at lmceng.com  Sun Jan 19 21:37:28 2020
From: lmcdavid at lmceng.com (Larry McDavid)
Date: Sun, 19 Jan 2020 18:37:28 -0800
Subject: [BoatAnchors] Tektronix fan motor
In-Reply-To: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
References: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
Message-ID: <37dfcd70-7cb7-bb0f-6176-281691e782de@lmceng.com>

You would have much greater likelihood of finding the exact replacement 
fan if you asked on the TekScopes groups.io email list. Look here:

https://groups.io/g/TekScopes

Anyone interested in Tektronix scopes is welcome to join.

In fact, restoration of Tektronix 555 dual-beam scopes is a frequent 
topic on that Group and you will lots of help there.

I used a Tek 555 as a dual-beam scope, with two different sweep rates, 
one triggering the other, in a project in 1964! It was a beast then, on 
a large scope cart that also supported the monster-size power supply. 
When you need a dual beam scope, you really need that capability!

TekScopes is a very active email Group. You can get lots of help with 
any (especially, older) Tektronix scope there.

Larry
W6FUB


On 1/19/2020 5:29 PM, Morris Odell VK3DOC via BoatAnchors wrote:
... I am helping a young fellow down here in
> Australia who has taken on the ambitious task of resurrecting a Tektronix
> model 555 double beam "scoposaurus". This is a massive oscilloscope that has
> a separate power supply, both units of which are full of tubes and have
> cooling fans. It has been "fixed" by a dreaded previous owner. However it's
> showing signs of being completely restorable.

> It's almost working but it turned out that both fan motors are faulty....
-- 
Best wishes,

Larry McDavid W6FUB
Anaheim, California  (SE of Los Angeles, near Disneyland)

From spr at earthlink.net  Sun Jan 19 22:22:07 2020
From: spr at earthlink.net (Scott Robinson)
Date: Sun, 19 Jan 2020 19:22:07 -0800
Subject: [BoatAnchors] Tektronix fan motor
In-Reply-To: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
References: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
Message-ID: <e4e5e205-fd5a-08f7-bdeb-bcffefc4e5f0@earthlink.net>

Hi Morris,

I find hte most common failure in these fans is that the oil in  the 
bearings has turned to grease or soap. Take it apart, soak the bearings 
in gasoline (or petrol, if you like...) and dry them thoroughly.  Then 
warm them and immerse them in light oil.

Best of luck!

I used one of these in the 1970s, too, and it would have taken two 
separate 'scopes to do what we did.

Has the air cleared up yet?

Peace,

Scott Robinson


On 1/19/20 5:29 PM, Morris Odell VK3DOC via BoatAnchors wrote:
> Hi all,
> 
>   
> 
> This post is not strictly about a radio but certainly a about a boatanchor,
> if not a battleship anchor. I am helping a young fellow down here in
> Australia who has taken on the ambitious task of resurrecting a Tektronix
> model 555 double beam "scoposaurus". This is a massive oscilloscope that has
> a separate power supply, both units of which are full of tubes and have
> cooling fans. It has been "fixed" by a dreaded previous owner. However it's
> showing signs of being completely restorable.
> 
>   
> 
> It's almost working but it turned out that both fan motors are faulty. I
> have donated the one spare that I had but he still needs another one. When
> connected in 234 volt mode the two motors are effectively in series. The
> motors are a standard shaded pole squirrel cage type used on pretty much all
> of the 530-540-550 series Tek vacuum tube models so the replacement doesn't
> have to be out of a 555.
> 
>   
> 
> Would anyone here by any chance have a parts donor that they could send us?
> All costs covered of course.
> 
>   
> 
> Cheers,
> 
>   
> 
> Morris Odell VK3DOC
> 
>   
> 
> _______________________________________________
> BoatAnchors mailing list
> BoatAnchors at lists.theporch.com
> https://lists.theporch.com/mailman/listinfo/boatanchors
> 

From gumbear at pacbell.net  Mon Jan 20 10:18:55 2020
From: gumbear at pacbell.net (Arden Allen)
Date: Mon, 20 Jan 2020 07:18:55 -0800
Subject: [BoatAnchors] Tektronix fan motor
In-Reply-To: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
References: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
Message-ID: <2D54CC764E3F4B54A64FBC80E8270814@Lenovo>

Hi Morris,

You should know but I'm wondering if the motors are both suffering from the 
same difficulty, dried oil causing the shafts to be stuck.  Add oil and give 
it time to work.  Also, being a split phase arrangement?  Is the capacitor 
OK?

Arden Allen
KB6NAX


-----Original Message----- 
From: Morris Odell VK3DOC via BoatAnchors

Hi all,

This post is not strictly about a radio but certainly a about a boatanchor,
if not a battleship anchor. I am helping a young fellow down here in
Australia who has taken on the ambitious task of resurrecting a Tektronix
model 555 double beam "scoposaurus". This is a massive oscilloscope that has
a separate power supply, both units of which are full of tubes and have
cooling fans. It has been "fixed" by a dreaded previous owner. However it's
showing signs of being completely restorable.

It's almost working but it turned out that both fan motors are faulty. I
have donated the one spare that I had but he still needs another one. When
connected in 234 volt mode the two motors are effectively in series. The
motors are a standard shaded pole squirrel cage type used on pretty much all
of the 530-540-550 series Tek vacuum tube models so the replacement doesn't
have to be out of a 555.

Would anyone here by any chance have a parts donor that they could send us?
All costs covered of course.

Cheers,

Morris Odell VK3DOC


From vilgotch1 at gmail.com  Mon Jan 20 16:31:23 2020
From: vilgotch1 at gmail.com (vilgotch1 at gmail.com)
Date: Tue, 21 Jan 2020 08:31:23 +1100
Subject: [BoatAnchors] Tektronix fan motor
In-Reply-To: <2D54CC764E3F4B54A64FBC80E8270814@Lenovo>
References: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
 <2D54CC764E3F4B54A64FBC80E8270814@Lenovo>
Message-ID: <002101d5cfd8$f8846750$e98d35f0$@gmail.com>

Hi Arden and the gang,

Thanks for the reply. I should have mentioned that the motors are shaded
pole with no capacitor and that the bearings are not the problem. The motors
are rated at 117 volts and when the scope is configured for 234 volts they
are in series across the mains. Both motors needed a manual kick to get
going and spun very weakly. One of them got very hot. When run on the bench
at 100 volts through a variac the hot one was "cogging" which is very
unusual for a shaded pole motor and suggests shorted turns in the stator.
The other motor shows definite signs of overheating. I suspect they have
been run at the wrong voltage. The connections had been resoldered (rather
messily) which suggests that they were both replaced at some time in the
past. Since the windings are the problem, there's no easy fix short of a
rewind.

The scope was made at the Tek factory in the UK and has a British label on
it so would never have been configured for 117 volts. It's a battle scarred
veteran with signs of lots of previous surgery but seems to work pretty well
despite that.

73, Morris

--------------------------

You should know but I'm wondering if the motors are both suffering from the
same difficulty, dried oil causing the shafts to be stuck.  Add oil and give
it time to work.  Also, being a split phase arrangement?  Is the capacitor
OK?

Arden Allen
KB6NAX



From gumbear at pacbell.net  Mon Jan 20 17:32:20 2020
From: gumbear at pacbell.net (Arden Allen)
Date: Mon, 20 Jan 2020 14:32:20 -0800
Subject: [BoatAnchors] Tektronix fan motor
In-Reply-To: <002101d5cfd8$f8846750$e98d35f0$@gmail.com>
References: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
 <2D54CC764E3F4B54A64FBC80E8270814@Lenovo>
 <002101d5cfd8$f8846750$e98d35f0$@gmail.com>
Message-ID: <21FB429DE7A14EFDB7214533E81DD19A@Lenovo>

I was afraid you were going to tell us that, Morris.  It is a struggle to 
find a good fit from all the appliance fan motors about.  Getting something 
that spins bolted in is not as big a problem as finding something that will 
run at the slower RPM's the scopes need to not sound like rush hour at the 
airport.  Best of luck finding something out of a parts unit.

Arden

-----Original Message----- 
From: Morris Odell VK3DOC via BoatAnchors

Hi Arden and the gang,

Thanks for the reply. I should have mentioned that the motors are shaded
pole with no capacitor and that the bearings are not the problem. The motors
are rated at 117 volts and when the scope is configured for 234 volts they
are in series across the mains. Both motors needed a manual kick to get
going and spun very weakly. One of them got very hot. When run on the bench
at 100 volts through a variac the hot one was "cogging" which is very
unusual for a shaded pole motor and suggests shorted turns in the stator.
The other motor shows definite signs of overheating. I suspect they have
been run at the wrong voltage. The connections had been resoldered (rather
messily) which suggests that they were both replaced at some time in the
past. Since the windings are the problem, there's no easy fix short of a
rewind.

The scope was made at the Tek factory in the UK and has a British label on
it so would never have been configured for 117 volts. It's a battle scarred
veteran with signs of lots of previous surgery but seems to work pretty well
despite that.

73, Morris


From spr at earthlink.net  Mon Jan 20 18:48:13 2020
From: spr at earthlink.net (Scott Robinson)
Date: Mon, 20 Jan 2020 15:48:13 -0800
Subject: [BoatAnchors] Tektronix fan motor
In-Reply-To: <002101d5cfd8$f8846750$e98d35f0$@gmail.com>
References: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
 <2D54CC764E3F4B54A64FBC80E8270814@Lenovo>
 <002101d5cfd8$f8846750$e98d35f0$@gmail.com>
Message-ID: <9b77dc0f-6bd6-dc28-6b49-6a7e46020cdd@earthlink.net>

Hi Morris,

I'll bet Melbourne has an electric motor rebuilder/rewinder lurking 
somewhere--San Francisco does. That'll work if you can't find a good 
pre-owned one. Somenone who does automotive rebuilding might work for 
this size motor.

Peace,

Scott


On 1/20/20 1:31 PM, Morris Odell VK3DOC via BoatAnchors wrote:
> Hi Arden and the gang,
> 
> Thanks for the reply. I should have mentioned that the motors are shaded
> pole with no capacitor and that the bearings are not the problem. The motors
> are rated at 117 volts and when the scope is configured for 234 volts they
> are in series across the mains. Both motors needed a manual kick to get
> going and spun very weakly. One of them got very hot. When run on the bench
> at 100 volts through a variac the hot one was "cogging" which is very
> unusual for a shaded pole motor and suggests shorted turns in the stator.
> The other motor shows definite signs of overheating. I suspect they have
> been run at the wrong voltage. The connections had been resoldered (rather
> messily) which suggests that they were both replaced at some time in the
> past. Since the windings are the problem, there's no easy fix short of a
> rewind.
> 
> The scope was made at the Tek factory in the UK and has a British label on
> it so would never have been configured for 117 volts. It's a battle scarred
> veteran with signs of lots of previous surgery but seems to work pretty well
> despite that.
> 
> 73, Morris
> 
> --------------------------
> 
> You should know but I'm wondering if the motors are both suffering from the
> same difficulty, dried oil causing the shafts to be stuck.  Add oil and give
> it time to work.  Also, being a split phase arrangement?  Is the capacitor
> OK?
> 
> Arden Allen
> KB6NAX
> 
> 
> _______________________________________________
> BoatAnchors mailing list
> BoatAnchors at lists.theporch.com
> https://lists.theporch.com/mailman/listinfo/boatanchors
> 

From gumbear at pacbell.net  Mon Jan 20 22:06:49 2020
From: gumbear at pacbell.net (Arden Allen)
Date: Mon, 20 Jan 2020 19:06:49 -0800
Subject: [BoatAnchors] Tektronix fan motor
In-Reply-To: <002101d5cfd8$f8846750$e98d35f0$@gmail.com>
References: <002801d5cf31$1faff4f0$5f0fded0$@gmail.com>
 <2D54CC764E3F4B54A64FBC80E8270814@Lenovo>
 <002101d5cfd8$f8846750$e98d35f0$@gmail.com>
Message-ID: <930E491B111E4D4F8590CEB8DF31195F@Lenovo>

Morris, I also investigated installing a muffin fan in a 516 I restored but 
ended up installing a four pole induction motor that looked similar to the 
original.  It runs too fast making the scope noisy.  It's just a collector's 
item for me, I don't use it on the bench.

Arden

-----Original Message----- 
From: Morris Odell VK3DOC via BoatAnchors

Hi Arden and the gang,

Thanks for the reply. I should have mentioned that the motors are shaded
pole with no capacitor and that the bearings are not the problem. The motors
are rated at 117 volts and when the scope is configured for 234 volts they
are in series across the mains. Both motors needed a manual kick to get
going and spun very weakly. One of them got very hot. When run on the bench
at 100 volts through a variac the hot one was "cogging" which is very
unusual for a shaded pole motor and suggests shorted turns in the stator.
The other motor shows definite signs of overheating. I suspect they have
been run at the wrong voltage. The connections had been resoldered (rather
messily) which suggests that they were both replaced at some time in the
past. Since the windings are the problem, there's no easy fix short of a
rewind.

The scope was made at the Tek factory in the UK and has a British label on
it so would never have been configured for 117 volts. It's a battle scarred
veteran with signs of lots of previous surgery but seems to work pretty well
despite that.

73, Morris

--------------------------

You should know but I'm wondering if the motors are both suffering from the
same difficulty, dried oil causing the shafts to be stuck.  Add oil and give
it time to work.  Also, being a split phase arrangement?  Is the capacitor
OK?

Arden Allen
KB6NAX


_______________________________________________
BoatAnchors mailing list
BoatAnchors at lists.theporch.com
https://lists.theporch.com/mailman/listinfo/boatanchors 


From navy.radio at gmail.com  Wed Jan 22 11:16:08 2020
From: navy.radio at gmail.com (Nick England)
Date: Wed, 22 Jan 2020 11:16:08 -0500
Subject: [BoatAnchors] National NC-33 unbuilt kit for sale
Message-ID: <CAB55hNd2jQQ9F8gemCQkd6twm45yB22abGEx8XR1bM15yo7x1Q@mail.gmail.com>

Not mine, just passing along the info below from someone who saw my web
site and wanted to know if it was worth selling or just scrap. He says it
is still in the original box. With manual, looks good, etc.
The US Navy HB:282 is a National NC-33 in kit form, used for training, etc.
There are photos of one (not this particular one) at
http://www.virhistory.com/ham/kits.html#national

---------- Forwarded message ---------
From: Vance Dykstra <vance at dykstrafamily.us>
Date: Sun, Jan 19, 2020 at 5:02 AM
Subject: Re: A Little Help?
To: Nick England
The lady?s phone number that has the National Radio kit is 405-289-0653.
Her name is Jenifer.  She has said she did wish to sell the radio kit.  If
you would be so kind as to pass her info to anyone that may be interested,
it would help her out.
Thanks,
--Vance

From arc5 at ix.netcom.com  Sat Jan 25 20:51:47 2020
From: arc5 at ix.netcom.com (David Stinson)
Date: Sat, 25 Jan 2020 19:51:47 -0600
Subject: [BoatAnchors] Battleship U.S.S. Wisconsin Needs Nomenclature Plate.
Message-ID: <c710f502-caeb-cdaa-e4bd-8f23443b1964@ix.netcom.com>

The USS Wisconsin Radio Club now has the RAK and RAL receivers.
One of the power supplies is missing its nomenclature plate and the
screws that secure it.??? Photo attached.? If you have one you can spare,
it will help them in their intention to keep the equipment as authentic
looking as possible.

TNX OM ES 73 DE Dave AB5S


From 1oldlens1 at ix.netcom.com  Sat Jan 25 21:28:09 2020
From: 1oldlens1 at ix.netcom.com (Richard Knoppow)
Date: Sat, 25 Jan 2020 18:28:09 -0800
Subject: [BoatAnchors] Battleship U.S.S. Wisconsin Needs Nomenclature
 Plate.
In-Reply-To: <c710f502-caeb-cdaa-e4bd-8f23443b1964@ix.netcom.com>
References: <c710f502-caeb-cdaa-e4bd-8f23443b1964@ix.netcom.com>
Message-ID: <a2052d11-d862-8ec0-dad5-00a878fec591@ix.netcom.com>

 ?? I don't think this list accepts attachments. I don't see any 
in my saved mail.

On 1/25/2020 5:51 PM, David Stinson via BoatAnchors wrote:
> The USS Wisconsin Radio Club now has the RAK and RAL receivers.
> One of the power supplies is missing its nomenclature plate and 
> the
> screws that secure it.??? Photo attached.? If you have one you 
> can spare,
> it will help them in their intention to keep the equipment as 
> authentic
> looking as possible.
>
> TNX OM ES 73 DE Dave AB5S
>
> _______________________________________________
> BoatAnchors mailing list
> BoatAnchors at lists.theporch.com
> https://lists.theporch.com/mailman/listinfo/boatanchors

-- 
Richard Knoppow
1oldlens1 at ix.netcom.com
WB6KBL


From hbreuer at debitel.net  Sat Jan 11 05:36:04 2020
From: hbreuer at debitel.net (Heinz Breuer)
Date: Sat, 11 Jan 2020 10:36:04 -0000
Subject: [BoatAnchors] Wanted: Analog Meter for Simpson 360-2
Message-ID: <72C18097-02C3-49B9-BCBA-8C1BC40251A2@debitel.net>

Hello,
to service my boatanchors I have several Simpson 260 meters and just got a Simpson 360-2 Digital DVM but the little analog meter below the digital display is beyond repair.
It is a Mercer model 509 made Iskra/Yugoslavia.
Google has not found me any replacement.
Any Mercer model 509 out there?

vy 73 Heinz DH2FA, KM5VT

Von meinem iPhone gesendet

From gcarterkx4r at gmail.com  Thu Jan 16 06:47:44 2020
From: gcarterkx4r at gmail.com (greg carter)
Date: Thu, 16 Jan 2020 11:47:44 -0000
Subject: [BoatAnchors] Mystery Transmitter
In-Reply-To: <6af04892-7219-c4a6-0fed-38d7448ceb3f@ix.netcom.com>
References: <bfa0e6cb-35a1-aa14-ed39-db6090e83327@ix.netcom.com>
 <6af04892-7219-c4a6-0fed-38d7448ceb3f@ix.netcom.com>
Message-ID: <CAChRDd8WnV4+Vyyz6YOFXwRj9eF3cjoXZQn1bZvB+Afh=i2EXQ@mail.gmail.com>

Hi Dave,
Dos the plate on front panel give the callsign "WA4III "  ??
If so, Greg is still alive and well in Alabama and might could shed some
light
if you drop him an email.

73 and good luck,
Greg  KX4R

On Wed, Jan 15, 2020 at 6:58 PM David Stinson via BoatAnchors <
boatanchors at lists.theporch.com> wrote:

> Thank you, everyone, for your input on this transmitter.
> It's not mine, nor do I know where it is.  A friend sent the
> photos and asked if anyone could ID it.  No luck so far.
> Thanks again,
> Dave S.
> _______________________________________________
> BoatAnchors mailing list
> BoatAnchors at lists.theporch.com
> https://lists.theporch.com/mailman/listinfo/boatanchors
>

